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MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATION 

Customs 

New Delhi, the 1st November 1977 

G.8R. [669(E) j —In exercise of the powers conferred by sub-section (1) of 
section 25 of the Customs Act, 1962 (52 of 1902), the Central Government, 
being satisfied that it is necessary in the public interest so to do, hereby makes 
the following amendment in the notification of the Government of India in the 
Ministry of Finance (Department of Revenue) No 211-Customs, dated the 15th 
October, 1977, namely:— 

In the said notification, after the word s “imported into India”, the words 
“for use in the manufacture of aircrafts including helicopters” shall be inserted. 

[No 233/F No 355/80/76-Cus. I] 
M. JAYARAMAN, Under Secy, 
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fim 

(T1HW finrn) 

ftftrr-sjw 

gf f^ft, i w*3n:, J977 

HToVTofiro 66 9 (<t) —%?ffhr WKWirt, ftfaT-S^F STfafftHR 1962 ( 1962 
*FT 52) "Ft STRT 25 YT^TTI ( l) JRI STH Hffolftf W JTzft»T sFTft fq, WRl 

it? rrtctpt snft tt: ft qw wri wwi: & vrror qw* % farer 

R9WI (TFW fa'HT'T) aft wftr^PTT ft° 2ll4« SJo fTR^ST 15 1977 

ft fawfafanr ftftftsnr w:;ft $, Wrq; :— 

gwr *rf«rg^gr ft "snr g?m mra ittot ft f*m anq" jm $ qinTTq; 

"Tr^qprt frnft ftr$ * fafftqfrr ft gqftm ^ fftq" w*r <jrrftft i 

£ft° 233/^0 fto 355/80/76—ftl'oVJo—l] 
q*T° 3PTTHPT, Em tffw \ 


*i^t ipmr^, vnrrr gr^nr apR^nr, rf«, ^ ftr F cft tun 
rrvT faftro, jt^r IVjtft, Sin jrqrfanr 1977 
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